PROGRAM TITLE: Cigarette Rod Firmness 
OBJECTIVE : 

To develop the most accurate and rapid means of measuring 
cigarette rod firmness statically, dynamically, and during smoking. ; ' 

PROGRAM APPROACH AND TIMING: 


A. Complete evaluation of split-tongue dynamic 

firmness transducer. 1st Qtr., 1 78 


B. Complete evaluation of VIT (variable impedance 
transducer) dynamic firmness device. 

C. Develop improved methods of calibrating 
dynamic firmness transducers. 

D. Demonstrate dynamic firmness control system 
on a Mark VIII maker. 


1st Qtr 
2nd Qtr 


, ’78 


78 


3rd Qtr., *78 


E. Demonstrate dynamic firmness control system • 

pn a Mark IX maker. 4th Qtr., ’78 

F. Test automatic firmness while smoking device. 4th Qtr., *78 


G. Improve compacimeter and compacimetric test 


procedures. 


Continuing 

STRATEGY CATEGORY: 



Improvement of Established Brands 

45% 


Cost Savings 

45% 


Technical Service to Other 

Departments 

10% 
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Source: https://www.industrydocuments.ucsf.edu/docs/znlkOOOO 





